Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 STATE 022112 

17 

ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-07 NSAE-00 RSC-01 TRSE-00 

NEA-09 AEC-05 ISO-OO AID-05 ACDA-05 MC-01 OES-03 /037 R 

66651 

DRAFTED BY :PPD/OEA/BEWT:EPWALINSKY, DIR./JCNELSON 
APPROVED BY :EB/ITP/EWT:OSANDERSON 
NEA/INS:BBROWN 

102269 

R 302242Z JAN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY NEW DELHI 

CONFIDENTIAL STATE 022112 

EXCON 

E.O. 11652: GDS 
TAGS: ETRD; BEXP 

SUBJECT: EXPORT SHIPMENT FROM GILMORE INDUSTRIES 

REFERENCE: NEW DELHI 1009 

1. EXPORT CONCERNED INVOLVES VIBRATION TEST EQUIPMENT WHICH WAS 
DENIED IN AUGUST BY INTERAGENCY EXPORT CONTROL STRUCTURE CONSONANT 
WITH NUCLEAR-NON-PROLIFERATION POLICY (WEAPONS AND DELIVERY 
VEHICLE CAPABILITY). CASE HAS BEEN APPEALED BY COMPANY; NOW 

UNDER CONSIDERATION AT APPROPRIATE LEVEL IN SEVERAL INTERESTED 
AGENCIES. 

2. INDIAN AMBASSADOR HAS APPROACHED STATE ON SUBJECT ALSO. 

(APPLICANT INFORMED COMMERCE THAT GOI THREATENING BLACKLIST 
GILMORE IF EXPORT LICENSE ALSO NOT AUTHORIZED BY FEBRUARY 7.) 

EMBASSY WILL BE NOTIFIED RESULT HIGH LEVEL REVIEW. KISSINGER 
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Review Date: 20 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 May 2003 by GarlanWA>; APPROVED <27 MAY 2003 by GarlanWA> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXPORT SHIPMENT FROM GILMORE INDUSTRIES 
TAGS: BEXP, IN 
To: NEW DELHI 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



